cause a violation of the Rules and Regulations of the Federal
Communications Commission. Such advice should be preoffered

with the tact and respect due a supervisor.

A3.9 If, in such an instance as that noted in (3.8) above, the oper-
ator is again requested to perform the reported upon act by his
so advised supervisor then the operator should immediately per-
form that act, and, should enter his pertinent and relative com-
ments in the station log.

A3.10 The licensee is required to have full and exclusive control at
all times of the system equipment for which he is licensed. The
licensee has the right to govern who may or may not open cabi-
nets or equipment rooms.

A3.11 An inspector of the FCC has the right to inspect the licensee's
equipment and the station logs and records at any reasonable
hour. You should request any person representing himself as an
FCC Inspector to show his credentials before making your re-
cords and premises available.

A3.12 The operating position should be the depository of the keys to
all transmitter cabinets and rooms, including those at remote
sites. The keys should be tagged or otherwise identified.

A3.13 Do not accept any statement or report as necessarily true.
Various persons usually will submit different versions of the
same complaint or happening.

A3.14 Do not jump to conclusions with the information given. Stick
to the facts. Do everything possible to obtain and furnish in-
formation which will assist someone else to solve a matter or
cause an appropriate act.

A3.15 Operators should be familiar with the Rules and Regulations
of the FCC which govern the operation of a radio station in the
public safety radio services. (See Sec. 5)

A3.16 A LOG is the station record required by the FCC. The log is
kept in written form. (See Sec. 4) Use pen and ink or typewriter.
A department may require certain entries in addition to those
required by the FCC. (See Section 5)

A3.17 The operator must sign on the station log when reporting for
duty, and sign off when relieved. NAME AND INITIALS must
be shown, not just initials.

A3.18 In signing on and off duty, the operator going off duty should
sign on one line, giving time and full name. The relief operator
should sign on the next lower line in like manner. Time of these
actions must be placed in the columns provided on the log form.

26, which, in his considered opinion, may reasonably
